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Tobacco ingredient Review Panel 
Meeting October 28, 1993 


1. Issues regarding the preparation of the 1993 Ingredient 
Report to HHS 

2. Issues regarding release o£ ingredient lists and 
correspondence between HHS and congressional committees 

3. Issues relating to draft ingredient legislation by Rep. 
Synar 

4. Update on scientific consultants and consultant position 
paper 

5. HHS special requests for Information regarding nicotine 

6. Issues relating to particular ingredients.* anethole/ 
methoprene 

7. Status of H&E Literature Review 

8. Issues regarding pesticides 

9. Issues concerning ingredient white papers 

10. issues relating to manhour report 
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